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Part II—Section 2 


Notifications or Orders of interest to a Section of the public 
issued by Secretariat Departments. 


NOTIFICATIONS BY GOVERNMENT 


MUNICIPAL ADMINISTRATION AND WATER SUPPLY DEPARTMENT 


SUPERINTENDING ENGINEER PROMOTED AS CHIEF ENGINEER AND APPOINTMENT AS 
ENGINEERING DIRECTOR OF THE TAMIL NADU WATER SUPPLY AND DRAINAGE BOARD. 


[G.O. Ms. No. 51, Municipal Administration and Water Supply (WS2), 14th March 2024, 
பங்குணி 1, சோபகிருது, திருவள்ளுவர்‌ அண்டு-.2025.] 
No. 11(2)/MAWS/185(a)/2024. 


In exercise of the powers conferred by sub-section (2) of section 4 read with section 5 of the 
Tamil Nadu Water Supply and Drainage Board Act, 1970 (Tamil Nadu Act 4 of 1971), the Governor of 
Tamil Nadu hereby appoints Thiru P.Natarajan, Chief Engineer, Tamil Nadu Water Supply and Drainage Board 
as the Engineering Director of the Tamil Nadu Water Supply and Drainage Board, with effect on and from the 
14th March 2024. 


D. KARTHIKEYAN, 
Principal Secretary to Government. 


PRINTED AND PUBLISHED BY THE COMMISSIONER OF STATIONERY AND PRINTING, CHENNAI 
ON BEHALF OF THE GOVERNMENT OF TAMIL NADU 
॥-2 Ex. (107)—1 


